40   CATHEDRAL CHURCH OF ST. MICHAEL, COVENTRY, Wanvickshire (now destroyed).
Late Fourteenth Century.

41   HOLY TRINITY, COVENTRY, Warwickshire.   Late Fourteenth Century.